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before the chest, a slight action in the fingers as if
calculating, and the right hand hangs down holding
a scroll. Both statues are bare-necked, covered with
a mantle falling in large and magnificent folds: a
mode of attiring the statues of our great men
contrary to the ideas of our committees, but not so
to those of true taste.
During the modelling of this statue Mrs. Hus-
kisson returned to Rome, witnessed the progress
of it, and caused many improvements in the
countenance, which made this one a better likeness
than the former. She herself also considered this
statue the superior one. These circumstances
brought me to the notice and society of Mrs.
Huskisson, in whom I found a most talented, warm,
and generous friend. She sympathised most
earnestly in my fame; and she was the principal
cause of my rousing myself from my twenty-seven
years' stay in Rome and coming to England to place
the statue in the summer of 1844. I proceeded
to Liverpool for this purpose and found on
examination that the place destined for it in the
long room of the Custom House was quite
unsuitable, and the only place in the building where
there was a proper light could not be obtained.
Mrs. Huskisson, therefore, decided to cast the said
statue in bronze: which was done in Munich by
Miiller, and it stands now in the area in front of
the Custom House in the open air. It was placed